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pcktikeht information . 

The following information is excerpted verbatim from 
FJ^/l/dossier. 

ueputy Premie r OGATA Taketora was appointed Jul 27 to head the Hokkaido 
Development Board, succeeding new Liberal Executive Board Chairman 0N0. Earlier, 
Construction Minister OZAWA had been announced for the post. The change 
was nade at the request of Hokkaido local officials who asked that a minister 
without portfolio be selected. (FBIS No. 145, 2g July 54, Tokyo, Kyodo) 


FILE THIS FORM IN FILE HO, 


CROSS REFERENCE FORM 


CM 59-34 


NAZI WAR CRIMES DISCLOSURE ACT 

EXEMPTIONS Section 3(b) 

| (2) (A) Privacy □ / 

(2) (13) Methods/Sources (Er 
(£)( G) Foreign Relations Q 



«. m. «eniN«irr mum** of net a-TWW* t 


Declassified and Approved for Release 
by the Central intelligent Agency 
Date; 











